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HADRIAN R. KATZ 
DIRECT LINE: (202) 372-6707 


March 5 f 1982 


VIA FEDERAL EXPRESS 


1660 LINCOLN STREET 
DENVER, COLORADO 8026A 
(303) 632-2900 


RECEIVED 

MAR -S ' t3SS‘ 
G. C. k 


Dr. Peter Martin 
Philip Morris U.S.A. 
Research Center 
36*01 Commerce Road 
Richmond, Virginia 23261 


Re: Barclay 

Dear Peter: 

Enclosed are photographs received from 
R.J. Reynolds in connection with the dilution data 
submitted to the Federal Trade Commission. Among 
other things, the photographs of spent Now filters v 
appear to give little support to the hole blockage 
thesis. 


Enclosures 



cc: G. Carlton Adkins, Esq. 
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